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SCRANTON ,  PA.  MINISTER 

The  Revolving,  Electric  Cross  upon  the  tower  is  seven  feet 
high,  electrically  illuminated,  makes  two  revolutions  a  minute 
and  is  operated  by  an  electric  motor.  It  is  lighted  each  evening 
until  midnight.  It  was  installed  June  1922  and  multitudes  of 
people  appreciate  its  gracious  ministery  to  the  community  and 
to  the  vast  numbers  thronging  the  Lackawanna  Trail. 


